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German airborne troops of the isthmus of Corinth, which cut off
the New Zealand Division, so that it had to be evacuated
from Athens instead of from the Peloponnessus, was completed by

Greece and Crete.

MAP 30,

the beginning of May. All the force's guns, transport and material
had to be left behind, and some 15,000 of its 57,000 men, principally
by reason of mishaps at NaupUon and Kalarnata, -where half of
these heavy casualties occurred.